To: Ruhl, Christopher[Ruhl. Christopher@epa.gov]; Crossiand, 

Ronnie[Crossland. Ronnie@epa.gov] 

Cc: Petersen, Chris[petersen. chris@epa.gov] 

From: Edlund, Carl 

Sent: Sat 8/1 5/2015 3:03:59 PM 

Subject: Fwd: All clear criteria 

Does the area command or JIC know what the conditions were for opening Colorado drinking 
water intakes? Comparison will be an inevitable HQ question. 

Sent from my iPad 

Begin forwarded message: 


From: "Petersen, Chris" < petersen.chris@,epa.gov > 

Date: August 15, 2015 at 9:53:43 AM CDT 

To: R6 GKM - Managers < R6-GKM-Managers@epa. gov >. "Foster, Althea" 
< Foster.Althea@epa.gov >. "Rauscher, Jon" < Rauscher.Jon@epa.gov > 

Subject: FW: All clear criteria 
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From: Crossland, Ronnie 

Sent: Saturday, August 15, 2015 9:31 AM 

To: Bernier, Roberto 

Cc: Webster, Susan; Petersen, Chris 

Subject: Fwd: All clear criteria 


Sent from my iPhone 
Begin forwarded message: 

From: "Garcia, David" < Garcia.David@epa.gov > 

Date: August 15, 2015 at 7:09:36 AM MDT 

To: "Crossland, Ronnie" < Cross l and.Ronnie@epa.gov >, "Gray, David" 
< gray.david@epa.gov >. "Coleman, Sam" < Col e m a n.Sam@epa.gov > 

Subject: FW: All clear criteria 

Nmed criteria to reopen 
Sent from my Windows Phone 


From: Kliphuis. Trais. NMENV 

Sent: 8/15/2015 7:06 AM 

To: Garcia. David; Restivo. Angela 
Cc: Stephani e . Stri n ger^state ,nm . us 

Subject: All clear criteria 

Here it is again. Thanks. 
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